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(This notice is NOT to be filed in Agency 
manuals. Please destroy after reading.) 


PERSONNEL fe eos 
1 ay 


ANNOUNCEMENT OF ASSIGNMENT TO KEY POSITIONS 


DIRECTORATE FOR SCIENCE AND TECHNOLOGY 


1. Effective 14 June 1971, John N. McMahon is appointed 


Director of ELINT, vice George C. Miller. 


2. Effective 11 May l71f was appointed 


Deputy Director of Special Projects. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


JOHN W. COFFEY 
Deputy Director 
for Support 


DISTRIBUTION: AB 


GROUP tT 
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